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[Abstract:] Complains of insufficient returns for Deposit. 

Richmond, Va. 

July 11, 1893 

Supt. U.S. Mint 
Phila., Pa. 

Dear Sir 

I am in receipt of $121.36 for Old Gold & Silver expd. you June 28 last. How is it that 
you credited me deposited July 5, 1893. Does it take 7 days to get there from here. I ask the 
question for this reason - that you have me credited 34 oz 15 sec = this is absolutely wrong. My 
weight was - 36 oz - 16/20 of an oz. I had it weighed up by a Drugist my next door neighbor. 40 
ptu gold is too much to lose & you will please investigate & report at your earliest. I am certainly 
not satisfied with your returns & shall endeavor to find where the mistake or worry many be. A 
hasty investigation & deposit will greatly oblige. 

Yours most Respectfully, 

N.F. Jacobs 
210 E Broad 
Richmond, Va. 

P.S. This lot gold was fine monthly plu gold Rivy chains & watch cases and should of netted me 
a good price. 

[Handwritten note at bottom:] 

Before Melting After Melting Gold Premium 597 

34.15 33.30 Silver “ 158 


Net Value $121.36 



